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Message Text 

UNCLASSIFIED 

PAGE 01 BONN 01480 261053Z 
ACTION EUR- 12 

INFO OCT-01 ISO-OO EB-08 /021 W 

261054Z 049657 /16 

R 261049Z JAN 77 
FM AMEMBASSY BONN 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 5045 
USMISSION USBERLIN 
AMCONSUL DUSSELDORF 
AMCONSUL FRANKFURT 
AMCONSUL MUNICH 
AMCONSUL STUTTGART 

UNCLAS BONN 01480 

E.O. 11652: N/A 
TAGS: BEXP, GW 

SUBJECT: ADS REQUEST - BP INSTRUMENTS, INC. CUPERTINO, CA 
REF: BONN 0101 

FOLLOWING ADDITIONAL PROSPECT HAS BEEN LOCATED: 

BB-ELEKTRONIK GMBH 
V OGELWEIDEPL ATZ 10 
D-8000 MUENCHEN 80 

CONTACT: HERR MANFRED BAEUERLE, MANAGER 
PHONE: 089-471001 

COMMENT: COMPANY WAS ESTABLISHED IN 1973, EMPLOYS 10 
PERSONS AND FOUR SALESMEN IN ADDITION. SELLS PRODUCTS 
IN GERMANY, ALL EUROPEAN COUNTRIES AND IN THE NEAR EAST. 

FIRM ALREADY REPRESENTS TWO U.S. FIRMS AND SHOULD LIKE 
TO EXPAND ITS SALES PROGRAM. FINANCES ARE SAID TO BE 
IN ORDER AND PAYMENTS MADE PROMPTLY. 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 BONN 01480 261053Z 

APPROVING OFFICER: GUSTAF COONTZ, COMMERCIAL COUNSELOR 
STOESSEL 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 26-Jan-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977BONN01480 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770028-0221 
Format: TEL 
From: BONN 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linkl 977/newtext/tl 97701 18/aaaaapib. tel 

Line Count: 57 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: be3708d1-c288-dd11-92da-001cc4696bcc 

Office: ACTION EUR 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 77 BONN 101 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 29-Sep-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3500934 
Secure: OPEN 
Status: NATIVE 

Subject: ADS REQUEST - BP INSTRUMENTS, INC. CUPERTINO, CA 
TAGS: BEXP, GE 
To: COM 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/be3708d1-c288-dd1 1-92da-001cc4696bcc 
Review Markings: 
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